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Since 1966, the family owned business of Advanced Metal Roofing LLC has been 
dedicated to superior quality metal roof installation, repair, and replacement 
services. We use the best quality metal materials, installed by our well-trained 
roof crews, and backed by our warranties for your peace-of-mind. Our licensed 
and bonded professionals are ready to give you a free in-home consultation and 
complete your new metal roof replacement. 



Welcome to Advanced Metal Roofing! Thank you for visiting our website to learn more 
about our Massachusetts metal roof services offered throughout NH, MA, and ME. We only 
offer quality materials and guaranteed workmanship. Our customers put their faith and 
trust in our company every day with one of their largest and most important assets, their 
home. And we greatly value that trust. 



Home Services Products 



Metal roofs are back in style! In the late 1700s, zinc, 
copper, and lead were the most popular materials used 
for roofing because of their durability and light weight - 
in fact, such famous historic buildings as the Washington 
Monument and Thomas Jefferson's Monticello have 
metal roofs. Metal roofs are a more long term roofing 
solution than asphalt shingles. While they require a 
greater upfront installation cost, homeowners ultimately 
reap the rewards on their metal roofs by saving on roof 
repair, replacement, and home energy costs throughout 
the long life of their roof. 




Standing-seam steel roofing is the most popular residential metal roofing product today. But 
metal roofs can also be made to resemble wood shakes, clay tiles, shingles, and Victorian 
metal tiles. The metal roof products sold by Advanced include DECRA (the original stone 
coated steel roofing system), Atas, andAmerican Building Components (ABC Metal Roofing). 



Top-Notch Metal Roof for NH, MA, and ME 

Advanced Metal Roofing specializes in metal 
residential roofing installation, as well as roof 
replacements, maintenance, and repair of existing 
metal roofs throughout New Hampshire, Maine and 
Massachusetts. We specialize in Massachusetts metal 
roofing. 

We understand that proper roof installation requires 
the use of skilled professional roofing contractors. 
Advanced has the capability to install any custom 
component or accessory items that may be required 
to complete your metal roofing package. We stand 
behind our work with our solid warranties. 

Metal Roofing System We Offer 

Metal Roofing - Metal roofing systems have become a popular alternative to traditional 
roofing materials. Advanced now specializes in this type of roof repair and we recommend 
repair when it can be. Metal roof panels are lightweight, durable, low maintenance, energy 
saving, and can be manufactured to give virtually any look imaginable. Our metal roofs come 
in either shingles or panels, both with a life expectancy of over 30 years. 




For more information please visit site 

http://www.advancedsidingandwindow.com 



